ETag: "73b74d156160faddbd873148effab463"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 9052671
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: The relative enthalpy of beryllium 1 : 3-aluminate, BeO � 3Al2O3, was measured from 273 to 1173 �K. Thermodynamic properties were calculated up to 2150 �K (near the melting point) by extrapolating the present measurements and making them consistent with existing low-temperature data.
x-archive-meta-cite: J. Res. Nat. Bur. Stand. Sec. A: Phys. Ch., Vol. 71A, No. 2, p. 97
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-date: 1967
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 2
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 97
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: Relative enthalpy of beryllium 1 : 3-aluminate, BeO � 3Al2O3, from 273 to 1173 �K. Thermodynamic properties from 273 to 2150 �K
x-archive-meta-volume: 71A
x-archive-meta01-creator: Ditmars, David A.
x-archive-meta01-subject: Beryllium aluminate (1 : 3)
x-archive-meta02-creator: Douglas, Thomas B.
x-archive-meta02-subject: drop calorimetry
x-archive-meta03-subject: enthalpy measurements
x-archive-meta04-subject: high-temperature calorimetry
x-archive-meta05-subject: mixed oxides
x-archive-meta06-subject: specific heat
x-archive-meta07-subject: thermodynamic properties
x-upload-date: 2012-06-15T19:15:37.000Z
